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tubing and pinchcocks than it is to obtain perfectly
tight   glass   stopcocks.     Moreover,   the
absence of glass  stopcocks renders the
apparatus less fragile and less costly.

Further,   as  will   be   seen   from  the
description   of   the   complete   analysis,
the rubber connections   do  not usually
come   in   contact   with   the   absorbent,
and   if   they  do, the amount of the ab-
sorbent is so very small that there is lit-
tle   danger  that  the
rubber   will   become
slippery and slide off
from the   glass tube.
The    author    would
here call especial at-
tention   to   the   fact
that,   whether    glass   .
stopcocks   or    pieces
of rubber tubing are
used, they must with-
out fail be tested from
time to time to see if
they are tight.    The
pinchcock   is  always
taken   off from   the
rubber   tube   after
using,   this   helping
much,   to   keep    the
latter in good condi-
tion.    Notwithstand-
ing    the    fact    that
readings cannot be made under the  rubber tube,

